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E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: RATIONAL USE OF ENERGY INDUSTRIAL DATA GASE 
MEETING, BRUNEL UNIVERSITY, JUNE 30- JULY 1, 

1975 

REF: STATE 131471 

ROBERTS CONFIRMS THAT UK UNABLE CHAIR CEMENT SESSION AND 
WELCOMES NOMINATION OF TUNNAH TO CHAIR. 
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